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with 
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and 
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Welcome to the Tenth Season of 


THE RIVER REP 


THE RIVER REP 
is a professional company 
dedicated to bringing you the best in theatre 


Producing Partners 


Jane Stanton Joan Shepard 
Artistic Director Managing Director 


James W. Kelley Evan Thompson 


A Special Thanks 


from 
THE RIVER REP 


to everyone who has attended our shows over 
the past 10 seasons — we look forward 
to seeing you in 1997 as we 
enter our second decade. 
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SNET All Distance. 


Savings so simple, you don’t have to think about it 
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EDNA 


CAST 


(In order of appearance) 


BONG sucasnmsmenmnmieunmmnennie Joan Shepard* 
GOP 6 srecssnesssrrescenmesnarrnsseanccenemacnans Debbie Cooney 
BIDY sssiccmssaniossenamaniencmnanaesnnrnanneanians Tara Sullivan 
WOTEY sisnsssseesssssssnsenscsssswencaansarenaomnancinens Walter Plinge 
CASE C ocunnmmemnenenana Owen Thompson* 
FRIES conesecnesmnsenmacrmnnnaammnn Arthur Pignataro* 


*Member of Actors’ Equity Association 
The Union of Professional Actors and Stage Managers in the United States 


Understudy for Miss Shepard, Miss Cooney and Miss Sullivan —- Emily Richmond. For 
Mr. Plinge, Mr. Thompson and Mr. Pignataro — Christian Orobello. 


The action takes place in autumn in the main room 
of a cottage somewhere in Sussex, England 


ACT ONE 
Scene 1_ Late afternoon 
Scene 2 Same time, four days afterwards 
Scene 3. Same time, three days later 


% There will be a 15 Minute Intermission * 


ACT TWO 
Scene 1 Late afternoon, the following week 
Scene 2. Same time, the next week 
Scene 3. Saturday afternoon, two days later 
Scene 4 Monday noon 


The use of cameras and/or recording devices is strictly prohibited. 
The River Rep is a division of Fanfare Theatre Ensemble, Inc. 


